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Message Text 


UNCLASSIFIED 

PAGE 01 LISBON 03125 121008Z 

14 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 AGR-10 /035 W 

078379 

R 120845Z MAY 76 
FM AMEMBASSY LISBON 
TO SECSTATE WASHDC 7075 

UNCLAS LISBON 3125 

FOR HEW/FDA. PASS TO SAM D. FINE, 

ASSOCIATE COMMISSIONER FOR COMPLIANCE, HEW/FDA 

E.O. 11652: N/A 
TAGS: EPAP, PO 

SUB J : FDA REJECTION OF PORTUGUESE CANNED PIMIENTOS 

NUNO PEREIRA LOPES, ASSISTANT-DIRECTOR OF ACIL, EXPORTING AGENTS 
FOR PORTUGUESE CANNED TOMATOES AND PIMIENTOS, HAS SUBMITTED 
TO THIS OFFICE COPIES OF CORRESPONDENCE EXCHANGED BETWEEN 
FDA AND ACIL REGARDING A CONSIGNMENT OF CANNED PIMIENTOS 
TO U.S. WHICH EXCEEDED U.S. PH (ACIDITY) TOLERANCES AND 
WAS REJECTED. PORTUGUESE MANUFACTURERS, COOP. HORTICOLA DO 
DIVOR, HAD PREVIOUSLY COMPLETED AND RETURNED TO FDA REQUIRED 
FORMS ON PROCESSING METHODS AND PACKING. 

FDA LETTER DATED JULY 16, 1975 OFFERED TO SEND U.S. INSPECTION 
TEAM, AT FDA EXPENSE, TO DIVOR PLANT TO HELP DETERMINE PROCEDURES 
TO ASSUME ADEQUATE PH CONTROL. ACIL HAS ACKNOWLEDGED AND ACCEPTED 
THIR KIND OFFER AND HAS, IN ADDITION, WRITTEN OTHER LETTERS 
ON THE SUBJECT (DATED AUGUST 1, 1975, SEPTEMBER 23, 1975. 

FEBRUARY 6. 1976. AND MARCH 8, 1976). 

ACIL DID NOT HEAR AGAIN FROM FDA AND, WITH PLANTING PLANS 
IN ABEYANCE, ACIL HAS URGENTLY REQUESTED AGRICULTURAL 
ATTACHE TO CONTACT FDA FOR REPLY ON ACIL'S SITUATION 
AS EXPORTER OF CANNED PIMIENTOS TO U.S. 

CARLACCI 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: FOOD INDUSTRY, FOOD & DRUG REGULATIONS, CANNERIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 12 MAY 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LISBON03125 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 83-01 30 
From: LISBON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760563/aaaaccft.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 2 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 2 JUL 2004 by wolfsd>; APPROVED <18 JAN 2005 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FDA REJECTION OF PORTUGUESE CANNED PIMENTOS NUNO PEREIRA LOPES, ASSISTANT-DIRECTOR OF ACIL, EXPORTING 
AGENTS 

TAGS: EPAP, EAGR, PO, US, FDA 
To: STATE 
Type: TE 
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